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INFO OCT-01 ARA-06 ISO-OO CCO-OO ( ISO ) W 

032327 

R 0420 12Z APR 75 
FM AMCONSUL BELIZE 
TO AMEMBASSY GUATEMALA 
INFO SECSTATE WASHDC 3992 

CONFIDENTIAL BELIZE 184 

GUATEMALA FOR CRO 
DEPARTMENT FOR A/OC RCO/ARA 

E.O. 11652: GDS 
TAGS: ACOM BH 
SUBJECT: E&E RADIO TESTS 

REF: GUATEMALA'S OM DATED MARCH 3, 1975 (RECEIVED APRIL 2, 1975) 

REGRETTABLY, BECAUSE OF ITS LOCATION, WE CANNOT MONITOR OUR 
RADIO DURING NORMAL DUTY HOURS. GENERAL OFFICES, INCLUDING 
C&R EQUIPMENT, ARE ON GROUND FLOOR WHILE E&E RADIO WILL BE 
LOCATED ON UPPER FLOOR ADJACENT TO THE RESIDENCE. THE RADIO 
IS LOCATED ABOVE GROUND-FLOOR LEVEL IN ORDER TO PROTECT IT 
FROM THE HIGH TIDES THAT USUALLY OCCUR HERE DURING AND AFTER 
A HURRICANE. 

WE WILL CONTINUE TO PARTICIPATE IN THE WEEKLY SCHEDULED NET 
TESTS, AND IF ALERTED BY TELEGRAM. WILL BE AVAILABLE FOR NON- 
SCHEDULED TESTS. IF UNABLE TO PARTICIPATE, AN EXPLANATION WILL 
FOLLOW BY CABLE. GAWF 
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